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ST.  LOUIS  CATHEDRAL 

One  of  the  most  famous  churches  in 
North  America,  as  seen  from  the  lace 
balconies  of  the  Pontalba  Buildings  .It 
was  built  in  1794  by  the  Spanish 
Grandee,  Don  Alamonester  Y  Roxas. 
Color  photo  by  Grant  L.  Robertson 
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